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PT II 2 

(PART 1 - SECTION 2 ] 
पेटेन्ट कार्यालय द्वारा जारी की गई पेटेन्टों और डिजाइनों से सम्बन्धित अधिसूचनाएं और नोटिस 
[Notifications and Notices issued by the Patent Office Relating to Patents and Designs ). 


THE PATENT OFFICE 
PATENTS AND DESIGNS 

Calcutta , the 7th November 1987 
ADDRESS AND JURISDICTION OF OFFICES OF THE 

PATENT OFFICE 


Patent Office Branch , 
61, Wallajah Road , 
Madras -600 002 . 
Telegraphic address " PATENTOFIS" . 

The States of Andhra Pradesh , Karnataka , Kerala , Tamil 
nadu , and the Union Territories of Pondichery , Laccadive , 
Minicoy and Amindivi Islands. 

Patent Office , (Head Office ) , 
214 , Acharya Jagadish Bose Road , 

Calcutta - 700 017 . 
Telegraphic address " PATENTS ". 


The Patent Office has its Head Office at Calcutta and 
Branch Offices at Bombay . Delhi and Madras having terri 
torial jurisdiction on a zonal basis as shown below : 


Rest of India . 


Patent Office Branch , 
Todi Egtatcs , 3rd Floor, 
Lower Parel (West ) , 

Bombay - 400013 
Telegraphic address " PATOFFICE " , 

The States of Gujarat , Maharashtra, and Madhya Pradesh , 
and the Union Territories of Goa , Daman and Diu and 
Dadra and Nagar Haveli . 


All applications, notices, statements or other documents 
or any fees required by the Patents Act , 1970 or the 
Patents Rules , 1972 will be received only at the appropriate 
Offices of the Patent Office, 


Patent Office Branch , 
Unit No . 401 to 405 , 3rd Floor , 
Municipal Market Building, 
Saraswati Marg , Karol Bagh , 
New Delhi- 110 005 . 


Telegraphic address " PATENTOFIC ” . 


The States of Haryana , Himachal Pradesh . Janunu 
Kashmir Puntiab , Rajasthan and Uttar Pradesh and 
Unior Territories of Chandigarh and Delhi, 
14- 317G1 / 87 


Fews : — The fees may either be paid in cash or may be 
sent by Money Order or Postal Order, payable to tho 

Controller at the appropriate Offices or by bank draft or 
and 
the cheque , payable to the Controller drawn on a schoduled bank 

at the place where the appropriate office is situated . 
(1149) 
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APPLICATION FOR PATENTS FILED AT THE HEAD 
OFFICE 234 / 4 , ACHARYA JAGADISH BOSE ROAD , 

CLCUTTA - 20 


The dated shown in the creacent brackets are the dates 
claimed under Section 133 , of the Patents Act, 1970 . 

The 25th September , 1987 
763 / Cal/ 87 . Koyo Sangyo Co . Ltd . Preparation of lami 

nated material. 
764 /Cal/ 87 , Maverick Microsystems International, Inc . A 

hammer assembly for use in a check encoding 
apparatug . [Divisional date 12th November 

1984 ). 
765/ Cal/ 87. Fabrique Nationale Herstal , Telescopic Gre 

nado. 
766 /Cal/87. Voest- Alpine Aktiongesellschaft Process for 

producing frogo of railway switchca . 

The 28th September, 1987 
767 /Cal / 87. Lingaraj Patnaik . Wave- pump for use with 

fluid . 
768 / Cal/ 87. Combustion Engineering, Inc . Intelligent Che 

mistry management system , 
769 / Cal / 87 . Moby Oil Corporation . An improved reactant 

phase separator and flow distributor apparatus . 
[Divislonal date 12th October 1983). 


The 25th August , 1987 
744 / Del/ 87. Oil & Natural Gas Commission Institute of 

Drilling Technology , " A process for tho prepara 

tion of novel cement slurry retarder " . 
743 / Del / 87 . Shri Ram Institute for Industrial Rescarch , " A 

process for the emulsion polymorization of vinyl 

halides " . 
746 /D¢1 /87. Shri Ram Institute for Industrial Research , 

" A process for the Micro -Suspension polymeriza 

tion of vinyl halides" , 
747 / Del / 87. The B . F . Goodrich Company , Glagg fiber re 

inforced vinyl chloride polymer products and 

process for their preparation " , 
748 / Del / 87 . Tho B . F . Goodrich Company , " Colloidal stablo 

vinyl halido polymerizations with inercaptan 

chain transfer agents " . 
749 / Del/87. The B .F . Goodrich Company, " Process for 

making film grade PVC " . 
750 / Del /87 , Digital Equipment Corporation , " Outer lead 

tape automated bonding system ". 
751 /Del/ 87. Colgate - Palmolive Company, " Toilet soap bart 

made from topped , distilled coco " fatty acid ". 
752 /Del/ 87, The B . F . Goodrich Company, " Improved cate 

lyst and process for the thuid -bed oxychlorina 

tion of ethylene to EDC " . 
753 /Del / 87. SAB Nife AB., " A device at a spring brate 

actuator ." 


The 26th August, 1987 
754 / Del / 87. S . P . Agrawala and others , " Mechanised coni 

cal proce99 vat" . 
755 / Del/87 . Dr. Virandra Singh , " An Improved lung exer 

clser with hydration attachment" . 
756 /Del / 87, USX Engineers and Consultants , Inc., " Tun 

dish for mixing alloying elements with molten 

metal" . 
757 / Dc1/ 87. Wilson Sporting Goods Co., " Tennis racket" . 
758 / Del / 87. International Paint Public Limited Company, 

" Coating composition production process " . (Con 
vention date 3th September , 1986 ) ( U .K . ) . 


The 27th August , 1987 
759 / Del / 87 . REM Chemicals , Inc., " Composition 

method for metal surfaco " . (Convention 
3rd February , 1987 (Canada ) . 


and 
date 


The 29th September, 1987 
770 / Cal / 87. Albert James Willmot. Applicator Capsule . 

( Convention dated 30th Sept. 1986 ) Australia. 
771 / Cal/ 87. Lamerie , N . V . Composltions for silver plating 

and polishing 
772 / Ca187 . Warman International Limited . Impellere for 

contrifugal pumps . (Convention datat 7th Octo 
bet, 1987 ) Australia . 

The 5th October , 1987 
773 / Cal/ 87 . Neutralysis Industries Pty . Ltd . Treatment of 

wasto and a rotary Kiln thorotor. ( Convention 

dated 2nd October, 1986 ) Australia. 
774 / Cal / 87 . Vacsojuzny Nauchno - Isstedovatolsky I Proektny 

Institut Aljuminievoi. Magnicvoi 1 Elektrodnol 
Promyshlennosti. Process for preparing damp 

proof course for hydraulic structuros. 
775 /Cal/ 87. Siemens Aktiengesellschaft. Switch truck for 

an enclosed cloctrical switchgear panel, 
776 /Cal / 87. Dunlop -CCT s.a . Vinyl chloride polymer pro 

ducts. ( Convention date 8th October 1986 ) 

Great Britain : 
777 / Cal/ 87 . Noel Carroll . Cyclone Separator. ( Conved 

tion date 3rd October 1986 ) Australia . 
APPLICATION FOR THE PATENTS FILED AT THE 
PATENT OFFICE BRANCH , MUNICIPAL MARKET 
BUILDING , 3RD FLOOR . KAROL BAGH , 

NEW DELHI- 110005 

The 24th August, 1987 
739 / Del/ 87. Council of Scientific and Industrial Research , 

" A novel Multi set point digital comparator and 

status indicator " . 
740 /Del / 87. Sanden Corporation , " Compressor with rotation 

detecting device " . 
741/ Dưl / 87. Colgate Palmolive Company , “ Enzymatic 

Hydrolysis of beef tallow ". 
742 /Del / 87. Honda Giken Kogyo Kabushiki Kaisha , " Seat 

type motor vehicle with a container" . 
743 / Del/ 87. Colgate -Palmolive Company, " Dentifrice 

sachet " . 


The 28th August, 1987 
760 / Del / 8 ) . Exion Chemical Patents , Inc ., "New gupported 

polymerization catalyst " . 
761 / Del/ 87. Gerhard Fischer , " Plate heat exchanger" . 

The 31st August, 1987 
762 / Del/ 87 . Acumeter Laboratories Inc ., " Method of and 

apparatus for maintaining uniform hot melt coat 
ings on thermally sensitive webs by maintaining 
dimensional stability of silicone and rubber- like 

back -up rolls " . 
763 /Del / 87 . Sultan Singh Jain , " A water wave generator 

cum engine" . 


764 / Del / 87 . The M . W , Kellogg Company , " Process for 

separation of hydrocarbon gases" . 
763 / Del/ 87. The M . W . Kellogg Company , " Process for 

separation of hydrocarbon gases " . 
766 / Del / 87. The M . W . Kellogg Company . " Process for 

separation of hydrocarbon mixtures " . 


- 


- 


- 


- 


N 
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767 / Dc1 / 87. Standipack Private Limited , “ A dexible 777 / Del / 87. Nauchno -Proizvodstvennoo Obiedincuie , "Med 
package " 

instrument " . " Devico for inserting contracep 

tives " , 
768 / Del / 87. Dewan Kraft Systems Pvt. Ltd ., " A double 
belt filter for sludge dewatering " . 

778 / 41 / 87 . Ciba -Geigy Ag. , " Process for the preparation of 
769 / Del /87. Splendour Presentations, " Stapplinglesy clip ". 

N -Glycidyl compounds. [Divisional date $ th 

March , 1985 ), 
770 / Del/ 87. Splendour Presentations, " Staplingless paper 

clipper " . 
The 1st September , 1987 

The 3rd September , 1987 
7711 /Del/ 87 . Hughes Aircraft Company . " Gun fire control 779 / Del/ 87 . Council of Scientific and Industrial Research . 

" Low moisturc refractory composition containing 
system " . 

45 - 50 % aluminia useful for the preparation of 
772 /Del / 87 . Imperial Chemical Industries Plc. , " Electroly 

refractory castables and a process for proparint 
tic cell and gasket" . (Convention date 22nd 

refractory castables from the said composition 
September , 1986 ) ( U .K .) . 

and the refractory castables so preparcd " . 
773 / Del / 87. Sabara India Commercial Ltd ., " An arrange 

780 / Del/ 87 . Biec International Inc., " A fux " . (Divisional 
ment for attaching , a lamp holder to a ceiling 

date 1st January , 1985). 
fan and a ceiling fan having said arrangement 
and lamp holder " . 

781 / Dol/ 87. The Lubrizol Corporation . " Oil -soluble actal 
The 2nd September , 1987 

salts of alkyl phosphoric acid estcrs and compo 

sitions containing said salta " , 
774 / Del /87. Thumswamy Joseph David , " Amunation charge 
ignition gun ". 

782 / Del / 87. Council of Scientific and Industrial Research , 
775 / Delff187. Kurt Goran Andersson , " Base bleed unit " . 

" An equipment for the production of channel 

black and a process for the production of 
776 / Del/ 87 . Nauchpo - Proizvodstvennoo Obicdincnie , “ Med 

channel black and a process for the production 
instrument" . Intrauterine contraceptive device" . 

of channel black using the said equipment" . 


APPLICATIONS FOR PATENTS FILED IN THE PATENT OFFICE BRANCH AT TODI ESTATES , 
[ [ IRD FLOOR, SUNMILL COMPOUND , LOWER PAREL ( 

WEST) BOMBAY - 13 . 


20 -8 - 1987 


264/BOM /87 


Vinay Kumar Shridhar , 


265 /BO .M /87 


Hoechst India Ltd . 


Screw thread limit template gauges . 
Novel labdane derivatives . 
Novel labdane derivatives, 


266 /BOM /87 


Hoechst India Ltd . 


24 - 8 -87 


267 / BOM /87 
268 / BOM /87 


Duraware Pvt. Ltd . 

25- 8 - 87 
Sulhaben Chandrakantbhai Patel 


Improvements in / or relating to frying pan . 

A neck design of Blow moulded countaincr 
to provide it a total leakproofness when used 
with conventional and or/ plastic cap with 
inbuilt plug 
Improved work piece or job sido Clamping 
Device convertable into top Clamping device . 


269 /B04 /87 


Satish Rajaram Gambhir 


26 -8 - 87 


270 /BOM /87 
271/BO 487 


Liladhar Sannabhadti 
Claudius Paters Aktlongesellschaft . 


An improved electronic card . 
Equipment for emptying loose bulk material 
silos . 


272 / B ] :1 / 37 


Claudius Paters Aktiengesellschaft. 


Equipment for filling of dorsally located 
inlet ports of mobilo storage receptacles . 
A method and dovice for forming a fluid per 
meation control layer of tho ground. 


273/ BOM /87 


Shlomo Pinto 


27 - 8 - 87 


274 / BOM /87 


Cosmetic composition . 


Hindustan Lever Ltd , 29th Aug 1986 . 
Great Britain . 

2-9-87 


275/ B04 /87 


Karsan Ramjibhai Dolaria 


An eloctric device to get aimple harmonic 
motion , 


276 / BO 4 /87 


R . C . Shroff , C . G . Shroff , D . N . Shroff , 
K . D . Shroff , J . C . Shroff , K . G . Shroff , 
P . K . Shroff . 


Agricultural drip içigation system by pipe 
lino agd in particular to the drippers of such 
systems. 


277 /BOM /87 


1 . Amrik Singl . 
2 . Mukesh Kumar Jain . 


An electricity Generator. 
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278 /BOM /87 


Rashtriya Chemicals and Fertilizers Ltd . 


Urea Nitric Phosphate - a ucw fertilizer and 
a process for its manufacture . 


7 - 9 - 1987 
Manbarlal Lavji Matalia . 


279 / BOM / 1987 


Throe dial combination number luggago 
lock - lcvor type & hook type for right hand 
& left hand usc . 
Window latch , 


Do . 


280 /BOM / 1987 
281 / BOM / 1987 


Do . 


Threc dial combination number shackle lock . 


282 /BOM / 1987 


Do . 


Padlock . 


283 / BOM / 1987 


Do , 


Drawer lock -with double stroke, pin tumb 
lers . 


284 / BOM / 1987 


Do . 


Mechanical door /window stopper and door 
chain 


285/ BOM / 1987 


Do . 


Rack bolt door /window stopper- conccaled / 
morticed 


286 /BOM , 1987 


Concealed /mortico window stopper , 


Du . 
Do . 


287/ BOM / 1987 


Casement mochanical window / door stopper 
and door chain . 


288/87 4 !/ 1987 


Narendra Ramkrishna Paranjapo 


Electronic clock cum callendar, 


289 / BOM / 1987 


Garware -Wall Ropes Limited . 


A combination of natural fibic and synthetic 
librc rope for oso on capstain drums and 
winches . 


89- 1987 


290 /BOM / 1987 


Walchandnagar Industries Limited . 


Improvemonts in or relating to sugar cane 
mill . 


9 - 9 - 1987 


291/BOM / 1987 


Muralidhar Narayan Desai. 


APPLICATIONS FOR PATENTS FILED AT THE 
PATENT OFFICE BRANCH , 61, WALLAJAH ROAD , 

MADRAS -600 002 . . 


666,Mas/87, Lipbeschermi 


The 14th September , 1987 
666 /May / 87, IDL Chemicals Limited . Expansivc compound 

for rock breakage - process of manufacture and . 

application 
667 /Mas / 87. M . S . Mohamed Rasheed . The nçw method 

of fastening of binders with the new clips . 
668 , Mas / 87 . Teralandur Srinivasan Sundaram , Bio Gas 

Gas Plant. 
669 / Mas / 87. Sigmu Tau Industric Farmaceutiche Riunite 

SPA . Process for the preparation of N - [ ( Hypo 
xan -thin - 9 - YL ) - Pentyloxycarbonyl)-Argivinç . 

The 15th September , 1987 
670 /Mas / 87 . Merlin Gerin . Modular assembly multipole 

earth leakage circuit breaker . 


Reactor for manufacture of Carbides of 

tungstan . 
074 ;Mas /87. Girivas Viswanath Shet . Anti mosquito mat 

drops . 
675 /Masi 87 . Rank Taylor Hobson Limiteal . Apparatus for 

indicating the value of a variable . (October 3 , 
1986 ; United Kingdom ) . 

The 18th September , 1987 
676 /Mas / 87 . Man Gutehoffnungshulte GMBH . A reactor 

for gasifying a carbon -containing fuel. ( Septem 

ber 10 , 1987; Canada ) . 
677 / Mas / 87 . Emhart Industries , Inc. A forebearth for the 

conveyance of moltengluss . ( Divisional to 
Patont Application No . 916 /Mas / 84 ) . 


COMPLETE SPECIFICATION ACCEPTED 


The 16th September , 1987 
671 / Mas / 87 . Y . M . Vatsala . Microbial process for photo 

hydtogen production from cellulose in high saline 

water medium . 
072 / Mas / 87 . R . Ramachandrappa , Tron bullock cart . 


Notice is bereby given that any person interested in 
opposing the grant of patents on any of the applications 
concerned may, at any time within four months of the 
date of this issuo or within such further period not exceed 
ing one month applied for on Form 14 prescribed under 
the Patents Rulos , 1972 before the expiry of the said 
period of four months, give notice to the Controller of 
Patents on the prescribed Form 15 , of such opposition , 
The written statement of opposition should be filed along 
with the said notice or within one month of its date ay 
prescribed in Rule 36 of the Patents Rules, 1972 . 

" The classifications given below in respect of cach speci 
fication and International Classification . " 

A limited number of printed copies of the specification s 
listed below will be available for sale from the Govern 
ment of India Book Depot, 8 , Kiran Sankar Roy Road , 
Calcutta , in duc course . The price of cach specification is 
Rs . 2 / - ( postage extra if sent out of India ). Requisition 


The 17th September , 1987 


( 73 /Mas / 87 . Lucas Industries Public Limited 

Improvements relating to disc brakes , 
ber 19 , 1986 ; United Kingdom ) . 


Company . 
( Septem 
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for the supply of the printed specifications should be 
accompanicd by the number of the specifications as shown 
in the following list. 


Typed or photo copies of the specifications together with 
photo copies of the drawings , if any , can be supplied 
by the Patent Ofice , Calcutta on payment of the prescribed 
copying charges which may be iscertained on upplication 
to that office. Photo copying charges may be calculated 

y adding the number of pages in the Apçcification and 
drawing sheets mentioned below against cach accepted 
specification and multipling the same by four to get the 
charges as the copying charges per page are Rs. 1/ -, 


11 Claims 
A method of covling and liquefying a gas having a low 
boiling point through licat exchange with at least one part 
of a main refugerating fluid precooled until its At least 
partial liquefaction through heat exchange with an auxiliary 
refrigerating fluid , suid refrigerating fluids being part of an 
incorporated cold -generatng cascade of these two refrigerat 
ing circuits , each refrigerating fluid consisting cuscade of 
these two rcfrigerating circuits, cach refrigerating fluid 
consisting of a mixture of several component substances , 
wlosed - loop muin refrigerating fluid evolving according to 4 
closed - loop cooling cycle while successively undergoing 
thercin : 


CLASS : 32 E 

161271 
Int. Cl. : 008.f.3 /64 . 

A PROCESS FOR THE PREPARATION OF RIGID 
POLYVINYLCHLORIDE AND POLYACRYLATES AL 
LOYS , 


Applicant : COUNCIL OF SCIENTIFIC AND INDUS 
TRIAL RESEARCH RAFI MARG , NEW DELHI- 110001 , 
INDIA , AN INDIAN REGISTERED BODY INCORPO 
RATED UNDER THE REGISTRATION OF SOCIETIES 
ACT ( ACT XXI OF 1860 ) . 


Inventor : KRISHNA KUMAR SHAKMA. MADUMITA 
SAROOP & MAHESH KUMAR BAHL . 


at least one compression in the gageous state ; 
at least one preliminary cooling with at least partial 

condensation ; 
through heat exchange with said auxiliary refrigerating 

fluid ; 
at least one separation of the liquid and vapor phases 

thus obtained ; 
at least one refrigeration with total liquefaction and 

then sub - cooling and thereafter expansion through 
subsequent heat exchange and resulting attendant 
vaporization in counter - current relationship with itself 
and with the said gas for liquefying the latter at least 

partially ; 
its vapor thus rchcated being finally recycled and re 

compressed , characterized in that, after said separa 
tion , the vapur phase of the main refrigerating fluid , 
which is liquefied and sub - cooled in an exchanger , is 
divided at the outlet of this exchanger into at least 
a first portion which is expanded at a first pressure 
and at least a accond portion which is expanded at a 

second pressure different from the first pressure ; 
whereas the liquid phase of the main refrigerating fluid , 

a ter sub -cooling in said exchanger, is divided into 
at least a first portion , which is expanded at a 

pressure equal to said first pressure ; and 
at least a second portion which is expanded at a 

pressure equal to said first pressurc ; and 
at least a second portion which is expanded at a ! 

pressure cqual to said second pressure . 
Compl . specn . 28 puges. 

Drg . 4 sheets 


Application for Patent No . 03. Del/ 1984 filed 
January , 84. 


on 21st 


Complcte specification left on 16th April , 1985 , 

Appropriatc office for Opposition proceedings ( Rule 4 . 
Putents Rulce, 1972 ) Patent Office Branch , New Delhi- 110005 . 


11 Claims 


A process for the preparation of rigid polyvinyl chloride 
and polyucrylate alloys comprises pulymerizing methyl 
methacrylate with alkyl acrylates having the formula : 


CH : = 


COOR 


CLASS : 24 D . 

161273 
Int. Cl. : F 16 d 67: 06 . 

DEVICE FOR REGULATING THE OUTPUT PNEU 
MATIC BRAKING PRESSURE IN A PNEUMATIC 
BRAKING SYSTEM . 


where Ris ethyl, propyl, butyl , isobutyl and 2 - ethyl hexyl 
radicals, in the presence of a polyacrylamide suspending 
agent, alongwith sodium metal phosphatc galt buffers to 
form polyacrylates and alloying the polyacrylatcs obtained 
with polyvinyl chloride by methods such as herein described , 


Applicant ; WESTINGHOUSE BRAKE AND SIGNAL 
COMPANY LIMITED A BRITISH COMPANY OF PEW 
HILL , CHIPPENHAM , WILTSHIRE , UNITED KING 
DOM . 


Compl. speen . 10 pages. 


CLASS : 50D 

161272 
Int. Class : P 25 |-- 1 /00. 

IMPROVEMENTS IN OR RELATING TO METHOD 
AND APPARATUS FOR COOLING AND LIQUEFYING 
GAS HAVING A LOW BOILING POINT, 


Applicant : COMPAGNIE FRANCAISE D ETUDES ET 
DE CONSTRUCTION " TECHNIP " , A FRENCH BODY 
CORPORATE , OF 170 PLACE HENRI REGNAULT , 
92090 PARIS LA DEFENCE , FRANCE , 


Inventor : JACK WASHBOURN . 

Application for Patent No . 360 / Dc1 / 1984 filed on 27th 
April, 1984 , 

Convention date May 3, 1983 / 8312025 / ( U .K .) . 

Appropriate office for opposition proceedings (Rule 4 , 
Patenty Rules, 1972 ) Patent Office Branch , New Delhi- 110005. 

8 Claims 
A device for regulating the output pneumatic braking 
pressure in a pneumatic braking system which comprises : 

apneumatic valve connected 10 a sourcc of pneumatic 

pressure and being capable of opening in response 

to an electrical signal ; 
a pair of iclatively movable members the first of said 

members being connected to said pnoumatic valvo 
und the second of said members being connected to 
the first member whereby said first member is 


Inventois : HENRI PARADOWSKI AND DIDIER LER 
OUX 

Application for Patent No . 347 / Del / 84 tiled on 24th 
April , 1984. 

Appropriate office for opposition procecdingg (Rule 4 . 
Patents Rulcs, 1972 ) Patent Office Branch , New Delhi- 110005. 
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Application for Patent No. 390 / Del/ 84 filed on 8th May , 


198 PPIC 


Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules , 1972 ) Patent Office Branch , New Delhi- 110005. 


3 Claims 


movable relativo to the second in an axial direction 

upon rotation of aid second member ; 
a stepping motor having its output shaft connected to 

suid second movable member ; 
said stepping motor being connected to mçans for 

generating said electric signal representative of the 

desired degree of pneumatic braking: 
the output shaft of said stepping motor being caused 

to rotate in a step -wise manner in response to said 

electrical signal; 
the rotation of said shaft thereby controlling the open 

ing of said pneumatic valve in a series of digital 
steps so as to provide , downstream of said pneu 
matic valve , control of said output braking pressure 

in a proportionate series of digital steps , 
Compl. spccn . 9 pages . 

Digs. 2 sheets. 


CLASS : 149 B , D 

161274 
lot. CI, ; E020 — 7 / 00 . 

TURNING MECHANISM OPERATING ALTERNATE 
LY IN OPPOSITE DIRECTIONS TO FACILITATE THE 
DRIVING IN OR EXTRACTING OF PILES . 

Applicant : ELISABETH HOCHSTRASSER , A GAR 
MAN CITIZEN , OF BISMARCKSTRASSE 57 , D -6600 
SAARBRUCKEN , WEST GERMANY AND JURGEN 
HOCHSTRASSER . A GERMAN CITIZEN , OF KOBEN 
HUTTENWEG 20 , D -6600 SAARBRUCKEN , WEST 
GERMANY. 

Inventor : HANS MATHIEU & JURGEN HOCHES 
TRASSER 

Application for Patent No. 381/ Del / 84 filed on 2nd May , 
1981 . 

Appropriate office for opposition proceedings ( Rulc 4 , 
Patents Rules, 1972 ) Patent Office Branch , New Delhi- 110005 . 


A system for creating a sequential playback in response 
to choice information comprising : 
(a ) control information gonoration means having an 

output of control data generated in response to 
choice information ; 
sequenco selection means having an input conpect 
cd to the output of said control information gene 
ration means for generating sequence seloction data 

in response to said control data ; 
( c ) a medium for storing a plurality of information 

signals , upon which is stored a first grouping com 
prising a first portion of a first sigoal and a first 
portion of at least one additional signal followed 
by a second grouping comprising a second portion 
of said first signal and at least one other portion 
of one of said signals followed by at least one 
additional grouping , each additional grouping com 
prising portions of at least two of said sigoale 
comprising said plurality , cach of said portions 
further comprising a plurality of yubportions where 
by any of said signal subportions comprising any 
particular grouping is selected , read and played 
back and whereby naid selection is changeablo at 
the end of any subportions such that the choson 
subportion to the chosen signal and the next chosco 
sub portion of the next chosert signal is played 

back without perceivable inte 
(d ) reading means controlled by said sequence selec 

tion means to read selected subportions of any of 
suid plurality of information signals and to jump 
from one subportion stored on said medium 10 

Another in response to selection data ; and 
le ) playback mcans connected to the output of said 

reading means to sequentially playback gubportions 
of different signals as selected by said scqucoco 
selection mcans and read by suid reading means. 
such that playback is without perceivable interrup 


Pilot 


tion . 


Compl. specn. 27 pages. 


Drg . 7 sheets 


161276 


10 Claims 
Turning mechanism operating alternately in opposite 
directions to facilitate the driving in or extraction of piles 
with a bearing rim fixed to the pile and a rocker arm 
thcrcon to rotate about the pile and having two urms 
arranged symmetrically to the pile axis and carrying at 
each of tbeir ends 4 balance weight, and with a plurality 
of stop pairs provided with stop members for transferring 
the impact energy and arranged on the bearing rim or on 
an inner flange of the rocker arm , as well as with drive 
cylinders , whosc casing and piston rods are articulated to 
the bearing rim and / or the rockcr arm , characterized in 
that said stop members ( 18 , 18 , 18 " ) aro made from an 
incompressible , elastic Material such as bercin deacribed 
received in recesses ( 20 , 40 ) ip at lcast one stop of the 
stop pairs ( 15 , 16 ; 15 , 16 ) said rçcesgos forming with 
said members, circumferential clearances which permit a 
deformation within the clastic limit of member ( 18 , 18 , 
18 " ) , particularly at right angles to the impact direction 
and prevent direct contact between the stop pairs ( 15 , 16 ; 
15 ., 16 ) , said drive cylinders being pneumatically operable 
drive cylinders ( 11 , 11) connected to said stop members , 
the compressed air passing out of guid cylinders being 
removed by means of sound -damping chambers (34, 36 ) , 
forming parts of rocker arm ( 2 ) . 
· Compl. specn . 19 pages . 

Drg . 3 sheets 


CLASS : 71F 
Int. Cl. : E21b 43 / 00 . 


DEVICE FOR CONNECTING AN INPUT OF A 
COLLECTING HEAD TO AN OUTPUT OF AN UNDER 
SEA WELL HEAD , 


Applicant : SOCIETE NATIONALE ELF AQUITAINE 
( PRODUCTION ) A FRENCH COMPANY OF TOUR 
AQUITAINE, 92080 PARIS LA DEFENCE , FRANCE , 


Inventorg : YVON CASTEL & MICHEL LATO . 

Application for Patent No. 469 / Del /84 filed on 8th June, 
1984 . 

Appropriato ollice for opposition proceedings (Rule 4, 
Patents Rules , 1972 ) Patent Office Branch , New Delhi- 110005. 


CLASS : 147 E , G & L 

161275 
Int . Cl. : A63f 9 /00 & H04n 3 / 00 . 

SYSTEM FOR CREATING A SEQUENTIAL PLAY 
BACK IN RESPONSE TO CHOICE INFORMATION . 

Applicant : DAVID MICHAEL GESHWIND , A U . S . 
CITIZEN , OF 1844 - 14 MIDLAND PARKWAY , JAMAICA , 
NEW YORK 11432 , U . S . A . 

Inventor : DAVID MICHEL GESHWIND . 


$ Claims 
A device for connecting an input of a collecting head to 
an output of an undersea wellhcad , comprising : 

a distribution block and handling mandrel on said 

collccting head und aujovable connector having an 
axis common to that of a connection module con 
nected to the distribution block on the collecting 
head by means of a looped duct : 
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optical fibres and , when the tenallo force is removed , 
the ribbon structure return towards its original un 

dulating form . 
Compl. specn . 18 pages . 

Drg. 3 shots 


said looped duct providing a flexible coupling for guid 
ing tho movable connector towards a receptaclo con 

axis common to the ails of said 
wellhead output, the duct consisting of two horizon 
tal loops surrounding the distribution block at 

different levels; 
said horizontal loops being connected by a rectilinear verti 

cal portion of sald duct; 
said movable connector being engaged by a fork into 

gral with a lover hinged by means of a first swivel 
joint for allowing lateral deflecting and rotary move 

ments of gaid fork ; 
said lever connected by a second swivel Joint to one 

end of hydraulic cylinder , other end of said hydrau 
lic cylinder resting on said module being also binged 
by means of a third swivel joint so as to allow 

height adjustment of said fork ; 
said movable connector having at its periphery radial 

guido rollers for cooperation with inclined input 
ramps defining a throat therebetween in paid recep 

tacle connector ; 
said radial guide rollers being grouped in pairs of 

superimposed upper and lower rollers ; 
said lower rollers having a diameter less than that of 

said upper rollors ; 
said input ramps being spaced apart by a width greater 

than that of a throat of said ramps , whereby when 
said upper rollers bear on at least two Opposite said 
Input rampg, said upper rollers Are Aligned in 

a vertical plane with tho lowor rollors ; and 
when said fork is lowered a pair of said lower rollers 

Are engaged at bottom of said tamps and the arts 
of the movable connector and of the receptacio con 
nector coincide . 


CLASS : 55£ ; 

161278 
Int. C ). : C070 51 / 50 . 

A METHOD OF MAKING A LABELED NUCLEIC 
ACID PROBE . 

Applicant : MOLECULAR DIAGNOSTICS, INC ., OF 
400 MORGAN LANE , WEST HAVEN , CONNECTICUT. 
06516 , U . S . A . , A COMPANY ORGANISED UNDER THE 
LAWS OF CONNECTICUT, U . S . A . 

NANIBHUSHAN DATTAGUPTA & 
DONALD MORRIS CROTHERS. 

Application for Patent No. 484 / Del/84 filed on 13th 
June , 1984 . 

Appropriate office for opposition proceedings ( Rule 4 , 
Patents Rules , 1972 ) Patent Office Branch , New Delhi- 110005 . 

9 Claims 
A method of making a labeled nucleic acid probo, such 
as herein described , which comprises containing : 

( a ) a nucleic acid component with ; 


(b ) a nucleic acid binding component such as bereia 

described which are allowed to react in order to 

form a complex ; and 
( c ) said complex is subjected to photochemical irradia 

tion to effect covalent reaction and wherein the 
nucleic acid binding component carries a label or 
the label is bound the nucleic acid binding com 

ponent after the photochemical reaction . 
Compl. specn. 23 pages. 

Drg , 2 sheets 


Compl. specn . 13 pages. 


Drg . 4 shoots 


CLASS : 48A . 

161277 
Int. Cl. : H010 11 /00 & 13 /00. 

AN OPTICAL FIBRE RIBBON STRUCTURE AND A 
METHOD OF MANUFACTURING THE SAME . 

Applicant : BICC PUBLIC LIMITED COMPANY . A 
BRITISH COMPANY, OF 21. BLOOMSBURY STREET , 
LONDON WCIB , 3 QN ENGLAND . 

Inventor : JOHN EDWARD TAYLOR . 

Application for Patent No . 478 / De1/ 84 Aled on 12th 
Juno, 1984 . 

Convention date 17th June, 1983 /8316493 / (U .K .) . 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules, 1972 ) Patent Office Branch , New Delhl- 110005. 


CLASS : 691 

161279 
Int. Cl. : H01h 1/00 . 

IMPROVED ELECTRICAL ISOLATOR . 
Applicant : BHARAT HEAVY ELECTRICALS LIMIT 
ED , CORPORATE RESEARCH & DEVELOPMENT OF 
18 - 20 KASTURBA GANDHI MARG , NEW DELHI 
110001 , INDIA , AN INDIAN ORGANISATION . 


12 Claims 


Inventors : SHAILENDRA SHARMA & PUTHOM 
MADOM RAMA IYER KRISHNAMOORTHY . 

for Patent No. 626 /Del / 84 filed on 6th 
August , 1984 . 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rulco , 1972 ) Patent Office Branch , New Delhi- 11000s. 

6 Claims 
An improved electrical isolator comprising conventional 
fixed and moving contacts elthor or both of said contacts 
having applied thoroon a protective jelly base characterised 
in that the said jelly base comprisca petroleum basc greaso 
or vaseline and fine powders of silver and bismuth motals . 

Completo specification 6 pages . 


An optical fibre ribbon structure comprising : 
a pluralịty of optical fibres and at least one flexible 

elongate reinforcing element of substantially resilient 
material lying side by side and embedded in an 

elongate body of plastics material; 
the or cach resilient reinforcing element and the optical 

fibre ribbon structure of which it forms a part 
being in an undulating form comprising a plurality 
of smoothly curved undulations whose axes of cur 
vature llo parallel to one anothor and substantially 
normal to the longitudinal axis of the optical fibre 
ribbon structure and the struoturt being such that . 
when a tensile force is applied to the undulating 
ribbon structure the ribbon structure straightens in 
A lengthwise direction against the action of the 
undulating restlient reinforcing clement or elements 
thereby reducing the tensilo force applied to the 


CLASS : 69 O 

161280 
Int. Cl. : HO1h 1 / 02 . 

IMPROVEMENTS IN OR RELATING TO ELECTRI 
CAL ISOLATORS AND METHOD OF MAKING SAME . 


Applicant : BHARAT HEAVY ELECTRICALS LIMIT 
ED , CORPORATE RESEARCH & DEVELOPMENT , 18 
20 KASTURBA GANDHI MARG , NEW DELHI - 110001 , 
INDIA , AN INDIAN ORGANISATION , 
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Inventors : RAVINDRA HIRALAL AULUCK , SHAI. 
LENDRA SHARMA & PUTHOM MADOM RAMA IYER 
KRISHNAMOORTHY . 

Application for Patent No. 627 / Del/ 84 Aled on 6th 
August , 1984 

Appropriate office for opposition proceedings ( Rulc 4 , 
Patents Rules, 1972 ) Patent Office Branch , New Delhi- 110005 . 

7 Claims 
Improved clectrical isolatots comprising fixed and maving 
electrical contacts made of Copper having a protective coat 
ing or layer applied to one or both the contacts and 
adhered theroto characterised in that thc said coating or 
layer comprises a silver copper alloy, a bismuth -copper 
alloy and ů silver -bismuth alloy. 

Complete specification 8 pages . 


Applicant : THE SECRETARY OF STATE FOR DE 
FENCE IN HER BRITANNIC MAJESTY S GOVERN 
MENT OF THE UNITED KINGDOM OF GREAT 
BRITAIN AND NORTHERN IRELAND , A BRITISH 
CORPORATION SOLE OF WHITEHALL , LONDON SWIA , 
2HB , ENGLAND AND EMERCK PATENT GESELLS 
CHAFT MIT BESCHRANKTER HAFTUNG , A GERMAN 
JOINT STOCK COMPANY ORGANISED UNDER THE 
LAWS OF THE FEDERAL REPUBLIC OF GERMANY 
OF FRANKFURTER STRASSE 250 , 6100 DAMSTADT , 
FEDERAL REPUBLIC OF GERMANY . 


Inventors ; BALKWILL PETER HUGH , BISHOP DAVID 
IAN , PEARSON ANDREW DAVID , SAGE IAN CHAR 
LES , GRAY GEORGE WILLIAM , LACEY DAVID , 
JOHNSON KENNETH & MCDONNELL DAMIEN 
GERARD . 

Application for Patent No. 79 /Del /84 filed on 28th 
January , 1984 . 

Convention date 24 - 10 -83 /8328370 / ( U .K .). 

Appropriate office for opposition proceedings (Rulo 4 , 
Patents Rules , 1972 ) Patent Office Branch , New Delhi- 110005 . 


161281 


CLASS : 40- G & 97. A & F 
Int. CI. : B01 1 / 00 ; G 21 b 1 / 00 ; 

H01 | 15 / 00 . 


A TRANSFERRED - ARC PLASMA REACTOR FOR 
CHEMICAL AND METALLURGICAL APPLICATIONS. 


6 Claims 


Applicant : HYDRO - QUEBEC , OF 75 WEST, DOR 
CHESTER BOULEVARD , MONTREAL , QUEBEC , 
CANADA . 

Inventors : 1. WILLIAM H . GAUVIN , 2. GEORGE R . 
KUBANEK . 

Application No. 896 / Cal / 82 filed July 30 , 1982. 
Convention dated 30th July, 1981 (382889) Canada . 

Appropriate office for opposition proceedings (Rule 4, 
Patonts Rules, 1972 ) Patent Office, Calcutta , 


10 Claims 
A transforred -arc plasma reactor for chemical and metal 
lurgical applications comprising : 

a bottom portion defining a crucible for collecting 
molten material; 

a sleeve mounted on the top of the crucible ; 
a cathode assembly including a cathode mounted on 

top of the sleeve and electrically insulated therefrom , 

an anode ; 
an inlet for introducing fced material conveyed by a 

carrier gas near tho top of the sleeve so that the 
feed material is fed against the inner wall of the 
elecve ; 


A liquid crystal composition which comprises a mixturo 
of strong positive diclectric anisotropy liquid crystal mater 
ials selected from the compounds of Formulae la to ti 
where each R is independently n -alkyl, n - alkozy and cach 
RA is independently n - alkyl and at least one compound of 
general Formula I shown in the accompanying drawings 

wherein the radical in Formula I and represented by 
Formula V is either a radical of formulaç VI - VII and 
R , is hydrogen or alkyl having from 1 to 12 carbon atoms, 
R , is selected from hydrogen , alkyl having from 1 to 
12 carbon atoms, alkoxy having from 1 to 12 carbon 
atoms, radical of Formula VIII , a radical of Formula IX 
and a radical of Formula X wherein R , is hydrogen or 
alkyl having from 1 to 12 carbon atoms and wherein 
Re 1s hydrogen , alkyl having from 1 to 12 carbon atom 
or alkoxy having from 1 to 12 carbon atoms, radical VI 
represents a cyclohexane ring, radical XIA represents a 
benzone rog , each of X , Y and Z indopondently represents 
hydrogen or fluorino in one or more of the lateral benzene 
ring positions , provided that at least one of X , Y and Z 
is present represonting fluorine; and with the proviso that 
whert radical Vis same as radical VI , the total number 

atoms or carbon plus oxygen atoms in the two 
groups R , and R . is less than 10 , said compound of 
Formula I constituting from 5 to 95 % by weight of sald 
composition . 
Compl. specn . 59 pages . 

Drg. 25 sheets 


a plasma arc being formed between the cathode and 

the anode for radiating heating energy to melt said 
fced material forming a falling film of molten mater 
ial which flows down along the inner wall of the 
sleeve and drops into the crucible underneath ; and 


CLASS : 327 


161283 


Int. C1. : C088 20 /00 . 


PPROCESS FOR THE PRODUCTION OF IMPROVED 
POLYAMIDES AND A REACTOR THEREFOR . 


cxit ports in the bottom portion of the reactor for 

existing the plasma and carrier gases , characterized 
in that the anodo is mounted in the cruciblo įn 
contact with the molten material in the crucible and 
js clectrically insulated from the sleevo 80 88 to 
cause the plasma arc to pass through the molten 

material in the crucible . 
Compl. speçn . 31 pages. 

Drg . 5 sheets 


Applicant : KARL FISCHER INDUSTRIFANLAGEN 
GMBH .. A GERMAN COMPANY OF HOLZHAUSER 
STRASSE 159 , D - 1000 BERLIN 27 . FEDERAL REPUBLIC 
OF GERMANY . 


Inventors : GERKING LUDER & FANKE GUNTER . 


161282 


CLASS : 121, 168C 
Int. Class : C 09 k - 1/ 06 . 
· LIQUID CRYSTAL COMPOSITION . 


Application for Patent No . 737 / Del/84 flod op 26th 
September, 1984 . 

Appropriate office for opposition proceedings (Rule 4, 
Patents Rules, 1972 ) Patent Ofico , Calcutta . 
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15 Claims 
A process for the production of improved polyamides by 
the polymerisation of caprolactam and the subsequent treat 
ment and de -monomerisation of the polyamide which com 
prises subjecting a mixture of at least caprolactam and 
water to polymerisation at a temperature of from 260°C 
to 290°C over a residence time of froni 12 to 20 hours to 
produce a polyamide 6 melt having a viscosity at rel of 
from 1 . 9 to 2 . 2 and a monomer - oligomer residue of from 
10 % to 14 % , fccding said met to a post- polymerisation 
and de-monomerisation zone where it is Aubjected to a 
pressure of less than 15 tort , and a temperature in the 
range of 280°C conveying said nelt horigontally through 
said zone over a residencc time of from 1 . 5 to 4 hours 
with continuous agitation so as to expose continuously addi 
tional surfaces of said mclt to the ambient atmosphere 
whereby the volatile monomer -oligomer is substantially eva 
porated to provide i final polyamide product having a vis 
cosity at rel of from 2 . 5 to 4 and a monomer - oligoner 
residue of less than 1 . 7 % . 

Compl. specn . 20 pages . 


Aliphatic beta hydrogen atoms, mol % 
of total hydrogen atoms 

2 - 13 
Aliphatic gumma hydrogen atoms, mollic 
of total hydrogen atoms 

1- 10 
Carbon / hydrogen atomic ratio 

At least 1 . 3 
Wt % xylene insolubles 

15 -- 40 
Wt % quinoline insolubles 

less than 5 
Wt coking value 

65 -90 
Softening point, °C 

At least 240 
% Mesophane 

Less than 5 
Glass transition temp., °C 

160- 220 
W1 % ash 

Less than 0 .1 
Compl. specn . 63 pages . 

Drg . 3 sbects 
CLASS : 23A & H 

161285 
Int. C1. ; B65d 13 /00 & 15 /00 . 

“ APPARATUS FOR MANUFACTURE OF TUBULAR 
CONTAINER SLEEVES " . 

Applicant ; ESSELTE PAC AKTIEBOLAG , A SWEDISH 
JOINT STOCK COMPANY , OF VEDDFSTÁVAGEN 7 - 9 , 
S - 175 62 JARFALLA , SWEDEN . 

Inventor : TAGE JANSSON . 

Application for Patent No. 782 / Del / 1984 Aled on 8th 
October , 84 . 

Appropriate office for opposition proceedings (Rulo 4 , 
Patents Rules , 1972 ) Patent Office Branch , New Delhi- 110003 . 


CLASS : 139A 

161284 
Int. al. : Colb 31 /07. 

PROCESS FOR THE MANUFACTURE OF CARBON 
FIBRES . 

Applicant : ASHLAND OIL , INC ., A CORPORATION 
ORGANISED AND EXISTING UNDER THE LAWS OF 
THE STATE OF KENTUCKY , UNITED STATES OF 
AMERICA , OF 1401 WINCHESTAR AVENUE . ASH 
LAND . KENTUCKY 41101 . UNITED STATES OF 
AMERICA 

Inventors : WILLIAM RONALD SAWRAN , FRANK 
HOLLISTER TURRILL , NORMAN WHITLEY HALL & 
JOHN WILBUR NEWMAN . 

Application for Patent No. 762 /Del / 84 filed on 29th 
Stptember , 1984 . 

Appropriate office for opposition proceedings ( Rule 4 , 
Patents Rules , 1972 ) Patent Office Branch , New Delhi- 110005. 


8 Claims 


A process for the manufacture of carbon fibers from al 
fiber precursor pitch which consists essentially of : 
( a ) converting in a manner such as herein described 

said fiber precursor pitch into fibers ; 
(b ) stabilizing the fibers of step (a ) by heating them in 

an atmosphero containing an oxidizing gas at a 
temperature close to , but at least 5°C below , the 
glass transition temperaturc of the fibers , 


8 Claims 
Apparatus for the manufacture of tubular container slecves 
having rounded shape and made of a blank of cardboard , 
plastic sheet metal or plastic or plastic aluminum laminated 
material and comprising a fixed mandrel around which tho 
blaak is intended to be swept and Acaled to form an integral 
sleeve , two sweeper arms over which a spring loaded 
gweeper band extends and means for rotating the sweeper 
aims together with the plane container blank found the 
mandrel and means extending axially adjacent said mandrel 
for joining the edges of tho slctve blank shaped to tho 
sleeve on the mandrel, characterised in that the sweeper 
arms are mounted on rotatable shafts extending parallely 
with the axis of said mandrel and which aro movable to 
and from the mandrel at the same time as the sweeper 
and from the mandrel at the same time ag the sweeper anno 
rotate around their shafts , 
Compl. specn . 12 pagos. 

Drg. 4 sheets . 
CLASS : 6A , 

161286 
lut, C1. : F 25b39 /04 . 

CONDENSERS FOR COMPRESSED GAS SYSTEMS. 

Applicant : BENDIX LIMITED , A BRITISH COMPANY, 
OF DOUGLAS ROAD , KINGSWOOD , BRISTOL B $ 15 
2NL , ENGLAND . 

Inventors : RICHARD THOMAS, WILLIAMS THOMAS 
WALDRON , BRIAN PATRICK NEAL . 

Application for Patent No. 783 /Del/ 198 .4 filet on 8th 
October , 84 . 

Convention date October 14 , 1983 /8327635 / ( U . K . ). 

Appropriato office for opposition proceedings ( Rulo 4 . 
Patents Rule , 1972 ) Patent Office Branch , New Delhi- 110005. 

2 Claims 
A condenser for a compressed gas system comprising : 
i cylindrical thermally conducting housing baving an 

upper end ; 
an inverted cup -shaped baffic mounted internally of said 

housing from gaid upper and thereof ; 


( c transferring the stabilized Albers of step ( b ) into a 

zono substantially free of an oxidizing gan , and 
heating said Abers to a temperature of ut least 
1000ºC for a period of time suficient to increase 
the fixed carbon content of said fibers to at least 
90 weight % ; and 


( d ) secovering the carbon Abers from step (c ) : 

the fiber precursor pitch employed in step 
having the following propertics : 


( a ) 


Property 


Vulne 


Wt % of aromatic compounds 


at least 95 


At least 85 


25- 65 


wt % of aromatic carbon atoms 
Total alphatic hydroren atoms. mol % 

of total hydrogen atoms 
Aliphuti alpha bydrogen atoms, mol % 

of total Hydrogen atoms 
2317GI/ 87 


20 -40 
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and the tip of the first arm is positioned adjacent iho 

inner surface of the peripheral ring ; 
the first face and first convergent surface th¢o defining 

a passage into the chamber . 
Compl. specn . 9 pages . 

Drg . I sheet 


LUO . 


161288 


CLASS : 63 B & I 
Tot. Cl. : E04h 12 / 00 . 


SUPPORT STRUCTURE FOR SUPPORTING A POLE 
SHAPED MEMBER . 


Applicant ; SVEN RUNO VILHELM GEBELIUS A 
SWEDISH CITIZEN , OF BOX 15008 , S - 161 15 BROMMA, 
SWEDEN . 


gaid bafilo definta , a space betwoen interior wall gur 

face of said houslog and exterior of said baffle ; 

ballo ; 
an luput port communicating with the upper end of 

Bald housing and said space between the interior wall 
surface of said housing and the exterior of said 

baftile : 
said baff having an inner chamber defined by said 

invorted cup -shaped baft ; 
said inner chamber being in communicated with AB 
output port , whereby compressed gas entering said 
input port is caused to flow through said space to 
contact the interior wall surface of said housing 

whore fluid in said compressed gas condensee ; 
said compressed gas having to flow downwardly and 

Around a lower edge of said bafile to enter the innor 
chamber of said baffle and to exit from said output 

port; 
a drawin valve beiog located at a lower end of said 

housing for receiving condensed fluid from Said 
compressed gas characterised in said output port 
having a check valve to prevent reverse fow of com 
prewed gas and said draiir valvo consisting of a 
dump valve assembly comprising a valve member 
moveablo between open and closed positions, said 
valve member being connected to control means 
operable by an externally applied control signal to 
switch said valvo member from a normally closed 
condition to art open condition to dump fuld pressure 

from said housing. 
Compl. specn. 10 pages. 

Drg . 2 shects 
CLASS : 120A 

161287 
Int. Cl. : 0678 5 / 04 . 

A SCOOP FOR PICKING UP LUBRICANT, 
Applicant : JAMES HOWDEN & COMPANY LIMITED , 
A BRITISH COMPANY , OF 193, SCOTLAND STREET , 
GLASGOW GS 8PG , SCOTLAND . 

Inventor : WILLIAM WALLACE WHITE . 

Applicant for Patent No. 810 / Del /84 filled on 17th Octo 
ber , 1984 , 


Inventor : SVEN RUNO VILHELM GEBELIUS. 

Application for Patent No. 824 /Del / 84 Aled on 25th Octo 
ber , 1984 . 


Appropriate office for opposition proceedings (Rule 4 , 
Patents Rulo , 1972 ) Patent Office Branch , New Delhi- 110005 . 


11 Claims 


A support structure for supporting a polcsbapod member 
in a substantially vertical direction of extension from a 
ground plano , comprising : 


a poleshaped member having a tubuar cross -section , 

said poleshaped member having an inner surface and 
an outer surface ; 


said poleshaped member having a conically reduced 

cross - section in direction from a ground planc ; 


a baso structure ; 


An attachment member adapted to be detachably secur 

ed to said poleshaped member; 


said attachment member having an external shapo subs 

tantially corresponding to said inner surface of said 
polcshaped member; 


at least one clamping member surrounding said pole 

shaped member to presg a portion of said poloshaped 
membor surrounding said attachmont member into a 
frictional contact position against said attachmegt 
member ; 


Convention date 7th November , 1983 /8329687 / (U . K .). 

Appropriato ofllco for opposition proceediaga ( Rule 4 , 
Patents Rule , 1972 ) Patent Oilce Branch , New Delhi- 110005 . 

4 Claims 
A scoop for picking up lubricant from the inner cylindri 
cal surface of a peripheral ring on a disc mounted on 1 
shaft and dipping Into a sump of lubricant, said scoop com 
prising : 

a body formed with a chamber therein ; 
an outlet for lubricant from sald chamber ; 
first and second convergent surfaces formed on said 

body and defining a mouth leading to said chamber ; 
A pivotal deflector mounted within said mouth and 

having first and second oppositely directed arms; 
tho first and second arms having Arst and second faces 

respectively directed towards said first and second 

convergent qurfaco respotively ; 
the deffector being pivotal from one position , in which 

the tip of the first arm abuts and seals against the 
first convergent surfaces and the tip of the second 
Am is positioned adjacent the inner surface of the 

periphora riog ; 
the second face the second convergent surface defining 

a passage into the chamber ; 
to another position in which the tip of the second arm 

abuty and scals agalnst the second converdant surfaco 


a first electrical concction member disposed adjacent 

to an upper plane of gard attachment member , gald 
first electrical connection member being joined to en 
electric feed cable : 


& second clectrical connecting member being disposed 

to a largor end portion of said polcahaped member , 
and being joined to a cable ; 


said cable being disposed withio · said poleshaped mem 

ber ; 


gald first and second connecting member being electrl 

cally interconnectable to supply voltage to an elec 
tric Atting suspended by said poleshaped member . 


Compl, speçn . 12 pages. 


Drg . 2 sheets 
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( d ) collecting the partially cooled gas in a products 

offtako zono , fcoding it to a burnor , partially com 
busting it with oxygen as uch or with air or 
oxygen enriched air (depending on the intended 
nitrogen content of the raw hydrogen stream to bo 
produced ) and passing the combusted product over 

a catalyst to decrease the methano contoot thercof ; 
( e ) passing the catalyst effluent as a medium in heat 

exchange with the exteriors of the said annular 

catalyst zones . 
Compl. speca , 22 pages. 

Drg . 3 sheets 


CLASS : 190C & 102B 

161289 
Int. Cl. : F03d - 11 /02. 

A DEVICE FOR TRANSFERRING POWER FROM A 
PRIMEMOVER TO A LOAD . 

Applicant : KAPCOMPANY GENERAL LIMITED , C /O 
KAPUR SOLAR FARMS, BLWASAN NAGAFGARH 
ROAD , P . O . KAPAS HERA , NEW DELHI- 110 037, INDIA , 
AN INDIAN COMPANY . 

Inyentor : JAGDISH CHANDEA KAPUR . 

Application for Patent No . 921/ Del/ 84 filed on 6th 
December , 84 . 

Appropriate office for opposition proceedings ( Rule 4 , 
Patents Rule , 1972 ) Patent Office Branch , New Delhi- 110005 . 

4 Claims 
A device for transferring power from a primcmover such 
as a windmill, to at least a first load , such as a pump, com 
prising : 

a hydraulic circuit having a first cylinder with a double 

acting piston working therein ; 
said piston coupled to the primemover ; 
hydraulic valve having a first and second set of ports, 

one set of ports of said valve connected to said first 

cylinder ; 
a second cylinder having a double acting piston work 

ing therein and connected to said pump 
said second cylinder connected to the other set of ports 

of said hydraulic valvo so as to receive fluid under 

pressure from said first cylinder. 
Compl. speca . 7 pages. 

Drg. 1 sheet 


CLASS : 32P , (a ), 55E , 

161291 
Int. Çi. : C07d 51 /36. 

PROCESS FOR PREPARING PYRIMIDINETRIONE 
DERIVATIVES. 

Applicant : SAPOS S . A ., A SWISS COMPANY, OF 5 
RUE GUSTAVE - MOYNIER , 1202 GENEVA , SWITZER 
LAND . 

Inventors : PHILIPPE GOLD - AUBERT, DIRAN MEL 
KONIAN , JINDRICH VACHTA , KAREL VALTER , STE 
PHANE HUGENTOBLER & SIEGFRIED BERNARD 

Application for Patent No. 318 / Del/ 84 fled on 11th 
April , 1984 . 


Convention date April 12 , 1983 / 8309813 / ( U . K .) . 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules, 1972 ) Patent Office Branch , New Delhi- 110005 . 

9 Claims 
A process for preparing pyrimidinetrione derivatives of 
formula 1 


- 
R3 


CLASS : 40F , 39C & 139D 

161290 
Int, Cl. ; CUIB 1 / 00 & 12 / 00 . 

A TWO STAGE PROCESS AND APPARATUS FOR 
PRODUCING HYDROGEN ENRICHED GAS. 

Applicant : IMPERIAL CHEMICAL INDUSTRIES PLC , 
OF IMPERIAL CHEMICAL HOUSE , MILLBANK , 
LONDON SE1P 3JF , ENGLAND , A BRITISH COM 
PANY. 

Inventory : ALWYN PINTO & MARTYN VINCENT 
TWIGG 

Application for Patent No. 250 / Del / 84 filed on 2015 
March , 1984 , 

Convention dute 25th March , 1983 / 8308343 & 17th June . 
1983 / 8316588 / ( U . K . ) . 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rulc , 1972 ) Patent Office Branch , New Delhi-110005. 

8 Claims 


wherein R1 and R , which may be the same or different, 
represcnt aliphatic , araliphatic or aryl groups , and R repro 
sents a group of the formula -CH -CH (OCONH , ) 
-CH -OX wherein X is hydrogen or a C1-# alkyl group 
which comprises reacting Approximately equimolar amounts 
of a monoalkali metal salt of a compound of formula ( 1 ) 
wherein R * is a hydrogeo atom with an alkylating agent 
R Hal wherein R * is as defined in the first instance abovo 
and Hal representa a halogen atom , in the presenço of 
at least 0 . 2 moles of an acid of formula ( 1 ) wherein R * 
is a hydrogen atom per mole of alkali metal salt . 
Compl. specn . 13 pages . 

Dra . 1 sheet 


A two stage process for producing hydrogen cariched gas 
stream comprising the steps of : 


( a ) feeding a mixture of a hydrocarbon feedstock with 

steam into a plenum zone and thercin heat ex 
changing it with a hot stream of reacted mixture 
passing through narrow tubes extending through 
gad plenum zope ; 


CLASS : 144A 

161292 
Int . Cl. : C23b 3700. 

PROCESS AND APPARATUS FOR FORMING A 
DRIED COATING UPON A SUITABLE SUBSTRATE . 


( b ) feeding the resulting hcated mixture into a plurality 

of annular heated catalyst zones each surrounding 
one of the said narrow tubcs and each heated ox 
ternally by a heat exchange zone, and reacting the 
mixture therein to produce a gay containing carbon 
oxides , hydrogen , methane and stream ; 
feeding the resulting above reacted mixture into the 
narrow tubes which ure in heat exchange with 
the rçacting mixturo in the plenum zone , whereby 
partially cooling it ; 


Applicant : VAPOCURE INTERNATIONAL PTY . 
LIMITED , A COMPANY INCORPORATED UNDER 
THE LAWS OF THE STATE OF NEW SOUTH WALES , 
AUSTRALIA , OF 220 PACIFIC HIGHWAY , CROWS 
NEST, 2065, NEW SOUTH WALES , AUSTRALIA , 
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charactcrised in that a colour filter is disposed between 

the buffle elements anx ! the light source , and a strip 
of opaque material is disposcd between each adjacent 

pair of bathe elements ; 
the lens means being arranged to focus light from the 

light source through the gaps between cach strip and 
its adjacent baffle elements ; 


Inventor : ALAN DON MINNES , 

Application for Patent No. 336 / Del/ 84 filed on 18th 
April , 1984 . 
· Appropriate office for opposition proccedings ( Rule 4 , 
Patents Rules, 1972 ) Patent Office Branch , New Delhi- 110005. 

15 Claims 
A process for forming a dried coating upon it suitable 
gubstrate comprising coating a vebicle such as herein defined 
upon said substrate , and subjecting the coated vehicle to 
treatment with a drying agent such as herein defined , said 
ngent being electrostatically deposited upon the said coated 
vehicle . 
Compl. specn . 16 pages , 

Drg . 2 sheets 


the ends of the baffle elements abuiting the light trans 

mitting member and at least 1le surface of each 
strip abutting the light transmitting elemont being 
of a colour conforming to the required appcarance 
of the lamp assembly when thc fight source is not 
illuminated and all other surfaços of the bafilo cle 

ments being black . 
Compi specn. 5 pages . 

Drg . I sheet 


CLASS : 145 B 

161293 
Int. Cl. ; D 21h 5700 , 

DOCUMENT RESISTANT TO PHOTOCOPYING AND 
METHOD FOR THE MANUFACTURE THEREOF . 

Applicoot : NORMAL ALFRED GARDNER A CANA 
DIAN CITIZEN , OF 38 -UNIT 3 , EARL STREET , 
TORONTO , ONTARIO , CANADA , AND MICHAFI, 
PETER VOTICKY , A CANADIAN CITIZEN , OF 5763 
EINSTEIN AVENUE , MONTREAL , QUEBEC , CANADA , 

Inventor : NORMAN ALFRED GARDNER . 

Application for Patent No. 454 / Del / 1984 filed on th 
Junc, 1984, 

Appropriate office for opposition procecdings ( Rulc 4 , 
Patcuts Rules, 1972 ) Patent Office Branch , New Delhi- 110005. 

17 Claims 


CLASS : 112 F & 1131 

161295 
Int . Cl. ; B 604 1 /00, 1 /26, 1 / 38 . 

VEHICLE LAMP ASSEMBLY. 

Applicant : BRITAX VEGA LIMITED , A BRITISH 
COMPANY , OF BERRY HILL INDUSTRIAL ESTATE , 
GEORGE BAYLIS ROAD , DROITWICH , WORCESTER 
SHIRE WR9 9AB , ENGLAND 

Inventor : NICHOLAS WILLIAM TYSOE . 

Application for Patent No. 465 /Del: 1984 filed on Sth 
June, 1984 , 

Convention date July 5, 1983 / 8318224 ( U . K .) . 

Appropriate office for opposition proceedings ( Rule 4 , 
Patents Rules , 1972 ) Patent Office Branch , New Delhi- 110005 . 

4 Claims 


A document resistant to photocopying in the form of 
a layered composite which comprises a substrate on which 
information is printed , typed or otherwise applicd , and . 
over at lcast a portion of suid substrate on which at least 
a portion of said information appears , il coloured layer 
AS herein described having a reflection spectral response of 
less than 10 % for light with a wave -length below 650 milli 
microns , said colour being sulliciently visually contrasting 
with said information to enable said information to be read 
by the human cye when viewed under white light. 


A vehiclc lamp assembly comprising : 
a housing enclosed by a light transmitting cover cle 

ment and having an inner portion containing a light 
source and an outer portion containing a leas arrang 
ed to collimate light from the light source parallel 
to its optical axis ; 


Compl. speen . 17 pages . 

Drg . # slects 
CLASS : 1131 & 112F 

161291 
Int. Cl. : 8 604 1 / 00 , 1 / 26 , 1 / 30 & 1 /34. 
VEHICLE LAMP ASSEMBLY. 

Applicant : BRITAX VEGA LIMITED , A BRITISH 
COMPANY, OF BERRY HILL INDUSTRIAL ESTATE , 
GEORGE BAYLIS ROAD , DROITWICH , WORCESTER 
SHIRE WR9 9AB , ENGLAND . 

Inventor : ANTHONY FREDERICK PECK . 
Application for Patent No. 455 / Del/ 84 filed on 4th June , 


a concave refloctor positioned in the housing to colli 
mate light from the light SOLLTCC parallel to the 
optical axis and to direct the light collimated thereby 
past in edge of the lens, colour filler means separat 
ing the outer portion of the housing from the inner 

portion , and 
an opaquc baffle extendior from the edce of the lons 

past which light is directed by the reflector to an 
imaginary surface defined by the path of light from 
the light source to the edge of the reflector nearest 
to the cover olement bafie obstructing passage of 
light between the cover clement and the colour 
filter except by way of the lens or by way of the 

reflector. 
Compl. specn . 7 pages . 

Dig. I sheet 


1984 . 


CLASS : 24D . & 116F 


161296 


Int . Cl. : B666 $ /28 


Convention date 7th June, 1983 / 8315518 /( U . K .) . 

Appropriate Office for opposition proceedings (Rule 4 , 
Pateirts Rules . 1972 ) Patent Office Branch , New Delhi- 110005. 

4 Claims 
A vehicle lamp assembly comprising : 
a light source , & light transmitting member , bafile 

elements of light absorbing material extending from 
the light transmitting membor towards the light 
source and oricnted perpendicular to the surface of 
the light transmitting member ; 


HYDRAULIC BUFFER FOR THE BOTTOM OF AN 
ELEVATOR SHAFT TO DECELERATE AN ELEVATOR 
CAR . 


Appliciunt ; OTIS ELEVATOR COMPANY, A CORPO 
RATION OF THE STATE OF NEW JERSEY , UNITED 
STATES OF AMERICA , LOCATED AT TEN FARM 
SPRINGS, FARMINGTON , CONNECTICUT 06032 , 
U . S . A . 


lens means located betwcen the baffle elements and the 

light source and arranged to concentrate light from 
the light source between adjacent baffle elements ; 


Inventors : LOUIS BIALY 
MENET . 


& FREDERICK PETER 
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said central portion being disposed substanzially in the 

axially central portion of the tread portion and 
having a width n the range of 5 per cent to 15 per 
cent of the widih of the trend portion ; 


each of said first plurality of main grooves in said 

central portion being oriented at an angle in the 
range of 20° to 40 with respect to the mid - circum 
ferential centerplane of the tire ; 


one of said first intermecliate portions is çlisposed adja 

cent cach axial side of said central portion ; 


the width of each oľ vaid first intermediate portions 

being in the range of about 10 per cent to 20 per cent 
of the width of the trend ; 


Application for Patent No. 500 / Del / 84 ſiled on 20th 
June, 1984 . 

Appropriate office for opposition proceedings (Rule 4, 
Patents Rules, 1972 ) Patent Olice Brunch , New Delhi- 110005 . 

3 Claims 
Hydraulic buffer for the bottom of an elevator shaft 10 
decelerate an elcvator car characterized by : 

a fluid container ; 
a piston cylinder within suid fluid container, said piston 

cylinder dividing said fluid voniainer into a first 
chamber within the piston cylinder and a second 
chamber betwcen the piston cylinder and the fluid 
container , said piston cylinder containing fluid ports 

connecting said first and second fluid chambers ; 
à piston cxtending through a sleeve at the top of the 

fluid container and into said piston cylinder , said 
piston and said siecve having therebetween us space 
for allowing uir to escape from the interior of the 
container to the surrounding atmosphere outside said 
container. said Spacc being defined by the entire 

length of the sleeve ; 
the top of the piston cylinder and the top ins de surface 

of the fluid container providing an annular passage 
acting as a hozzle extending between the uppernost 
portion of the second chamber to a collection iTea 
on top of san piston cylinder , that is within the 
fluid container and directly around said piston und 
extends to said sleeve , suid nozzle allowing passage 
ot fluid /air mixture forced thercthrough to suici 
collection area wherein said fluid separates from 
vaid fuid / air mixturc and the air so separated out 
cscapes under pressure through said spuce between 
The slecvc and the piston thereby maintaining said 
space free from blockage by contaminants ; and 


said first plurality of main groovey in said (list inter 

mediatc portion beinu oriented at an angle that is 
greater than said central portion angle by about 
15° ; 


one of said SCLOIN inteimediate portion is disposed 

axially outwardly and adjacent each of said first 
intermediale portions ; 


said first plurality of main grooves in Said second 

interincdiatc portion being oriented at an angle that 
is greater than the first intermediate portion angle 
by about 10°; 


the 


Torced 


area who 


the width of said second intermediale portion being 

from 10 per cent to 15 per cent of the width of sa d 
trcad , the width or said central portion ; 


vai 


said pair of first intermcdiatc portions and said pair 

of second intermediate portions being no grcater than 
about 80 per cent of the width of the tread ; 


at spriny Stounding suid piston to bias said piston 

upwardly against downward forces exerted by il deg 

cending elevator car . 
Compl. peen . 10 pages . 

Drg. 1 sheet 


one of suid shoulder portions is provided axially out 

wardly and adjacent cach of said second intcrmcdiale 
portions; 


161297 


CLASS : 205 H 
Int. C1. ; B60c 5 / 00 

A RADIAL PNFUMATIC PASSENGER TIRE. 


said first plural.ly of main grooves in Said shoulder 

Iegion being oriented at an angle axially outwardly 
toward the closest respective trend edge in a subs 
tantially axiul direction ; 


Applicant : THE GOODYEAR TIRE & RUBBER COM 
PANY , A CORPORATION ORGANISED UNDER THE 
LAWS ON THE STATE OF OHIO , UNITED STATES 
OF AMERICA , HAVING OUR PRINCIPAL PLACE OF 
BUSINESS AND A POST OFFICE ADDRESS AT 1144 
EAST MARKET STREET, AKRON , OHIO 44316 - 0001, 
UNITED STATES OF AMERICA . 


said first plurality of main grooves being spaced cir 

cumferentially ipart a distance in the range of two 
per cent to three per cent of the circumterciice of 
the radially outer surface of said trcad portion 
taken at the mid - circunferential centerplance of said 
tire ; 


Inventory : HAROLD DEWIT FETTY , RONALD LAW 
RENCE LOEFFLER DANIEL JOHN LINDNER & 
JEFFREY LFE PLAUNY . 


il seconcl plurality of main grooves are provided each 

of which follow substantially the same path across 
the tread from tread cdge to trcad edge ; 


Application for Patent No. 529 / Del /87 filed on 2nd 
July , 1984 . 

Appropriato office for opposition proceelings (Rule 4 , 
Patents Rules , 1972 ) Patent Office Brunch , New Delhi- 110005 . 

10 Claims 


each of said second plurality of mun grooves hayo 

a configuration which is substantially the mirror 
image of said first plurality of grooves ; 


said first plurality of main grooves and said second 

plurality of main grooves extend axially outward 
from said central portion to the tread edge in 
Alibstantially axial direction , 





said first plurality of main glooves are circumferentially 

outset from said second plurality of main grooves ; 


A radial pneumatic passenger tirc comprising : 

1 ground engaging tread portion ; 
said tread portion having it pair of lateral tread edges ; 
said trend portion comprising a first plurality of main 

groove , which follow substantially the same path 
across the tread from tread edge tu trcacl edge ; 
cich of said muin grooves having a central portion ; 
a pair of first interniediatc portions; 
a pair of second intermediate portions and a pair of 

shoulder portions ; 


as incasured at mid -circumferentiul centerplane ; 


a distance in the range of 25 per cent to 50 per cent 

of the distance which said first plurality of main 
grooves are spaced circumferentially apart . 


Compl. speco . 17 pages . 


Drg . 3 shoeto 
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CLASS : 146E 

161298 
Int. Cl. : A 616 516 & Golk 7/ 00 & 7 / 22. 

A DEVICE FOR EVALUATING THE SENSITIVITY 
OF THE SKIN OF A PATENT TO TEMPERATURE . 


ATH 


Applicant ; THE DIRECTOR , ALL INDIA INSTITUTE 
0 FMEDICAL SCIENCE , ANSARI NAGAR , NEW 
DELHI-110016 , INDIA , AN INDIAN NATIONAL. 

Inventor : JAGJIT SINGH PASRICHA . 

Application for Patent No . 546 / Del/84 filed on 5th 
July , 84 . 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rule , 1972 ) Patent Ofice Branch , New Delhi- 5 . 

7 Claims 


A device for evaluating the sensitivity to temperature of 
the skin of a patient comprising, a gensing probe having a 
sensing surface to be pressed against the surface of the 
skin of a patient, a heating element disposed within a heat 
transfer member and connected to a variable electric power 
source , said heating olement being disposed away from said 
Sensing surface , said heat transfer member transferring heat 
from said element to the Açnsing surface and a temperature 
mcasuring element disposed within said sensing probo 400 
connected to 4 meter for indicating the temperaturo of the 
densing surface pressed against the skin of the paticnt. 
Compl . spec . 9 pages 

Drw . 1 shcet, 


CLASS : 179- F & G 

161300 
lot . Cl. : 365 d 47 /00. 

DISPENSING CAP FOR USE WITH PRESSURIZED 
CONTAINERS. 

Applicant & Inventor : ROBERT HENRY ABPLANALP , 
OF 10 HEWETT AVENUE , BRONXVILLE , WESTCHES 
TER COUNTY, NEW YORK , UNITED STATES OF 
AMERICA . 

Application No . 399 / Cal /83 filed April 5, 1983. 

Appropriate office for opposition proceedings ( Rule 4, 
Patents Rules, 1972 ) Patent Office, Calcutta . 

13 Claims 
A trigger-actuated dispensing cap adapted for us with 
a pressurized container having a valved closure , Said cap 
comprising : 
( a ) a slotted housing having a rear and side walls and 

udapted to be mounted on the perimeter of the 

valve closure ; 
( b ) an actuator dispensed within the slotted housing 

having a valve - connecting portion and a laterally 
directed dischargo portion , together , defiping a 
product , which actuator at the terminus of 
the valvc - connecting portion sealingly connects with 
the valved closured and at the termipus of the 
discharge portion has a discharge orifice , said 
actuator further having a hinged portion connecting 
the actuator and the rear wall of thc housing to 

provide a lever; and , 
( c ) 4 manually -operated trigger member afixed to the 

discharge portion of the actuntor , having its 
gripping area disposed outside of the housing but 
within the perimeter of the container tbut the dis 

pensing cap is adapted to fit . 
Compl, specn , 12 piges. 

Drg . # sheets 


CLASS : 981 


161299 


Int, Cl. : F24j 3 / 02 . 

SOLAR AIR HEATING PANEL . 


its 


having 


the perimeter of outside of the 


Applicant : CHARLES STEIN , A U .S . CITIZEN , OF 
ALBUQUERQUE , NEW MEXICO , U . S. A . 

Inventor : CHARLES STEIN . 

Application for Patent No. 552 / Del ; 84 filed on 7th July , 
1984 


CLASS : 206-E . 


161301. 


Appropriate office for opposition proceedings ( Rule 4, 
Patcats Rules , 1972 ) Patent Office Branch , New Delhi- 110005 . 


Int, Cl. : G 06 f 15 / 46 . 

DISTRIBUTED PROCESS CONTROL SYSTEM , 
Applicant ; WESTINGHOUSE ELECTRIC CORPORA 
TION , OF WESTINGHOUSE BUILDING GATEWAY 
CENTER , PITTSBURGH , PENNSYLVANIA 15222, UNIT 
ED STATES OF AMERICA , 


6 Claims 


Solar air heating panel having an air inlet and an air 
outlet , means forming a collector, a heat exchanger , and all 
onergy storage volume within said panel : 


said collcctor comprising a transparent plate overlying 

but spaced from a solar energy collector plato 60 as 
to define therebetween a spacc substantially frco of 
Obstruction auch that substantially the entire collector 
plate surface is exposed to incident solar energy for 
efficient absorption thereof; 


Inventors : 1 , KIRK DOUGLAS HOUSER , 2 . CARL 
JOSEPH STAAB , 3 . WARREN ALBERT EDBLAD , 4 . DO 
NALD JAMES JONES, S. DAVID MICHAEL ORAVETZ . 

Application No. 416 / Cal, 84 filed June 16 , 1984 , 

Appropriate office for opposition proceedings (Rule 4 , Pa 
tonty Rules, 1972 ) Patent Office , Calcutta , 


said energy storage volume including a phase change 

medium in which the latent heat of fusion thereof 
is made available ; 


mcans directly connecting said energy storage volume 

in heat transfer relationship with respect to said collec 
tor und said heat exchanger , said collector plate 
being in direct contact with said energy storage 
volume over at lcast a substantial portion of the 
arca of the collector plate , wheroby air fow through 
said panel across said heat exchanger extracts heat 
therefrudi , and the operating temperature of said 
collector plate is substantially governed by the phase 
change temperature of said phase - change medium and 
solar energy directed onto sald collector causes heat 
to be stored within said energy storage volume. 


22 Claims 
A distributed process control system comprising : 
a plurality of processors located at respectivo locations 

and a data highway connecting said processors in 

parallel ; 
Circuitry for sequencing access of said processors to 

said data highway ; 
cach said processor having circuitry for transmitting 

messages onto gaid highway only when it has accesy 
and storing circuitry for storing selected messages 
transmitted onto said highway by other processors 80 
ag to be available for use in control locul operations 

at the location of said processor . 
Compl. speen . 80 pages . 

Drg. 26 shoots 


Compl. spocn . 23 puges. 


Drg. 4 sheets 
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inaulation diaposed in taid annular apace ; 
means for connecting cald inner and outcr tubulary so 

that said appular space is closed to almospheric 
prossure and a vacuum may be established in said 
closed annular space ; and 


CLASS : 39-E ; 55- D 

161302 
Int. CI. : C01 b 25/ 08 +- A 01 9 : 00 . 

AN IMPROVED METHOD FOR INHIBITING AUTO 
IGNITION IN THE PRESENCE OF MOISTURE OF 
METAL PHOSPHIDE PARTICLES . 

Applicant : DR . WERNER FREYBERG CHEMISCHE 
FABRIK DELITIA MACHF , OF 6941 LAUDENBACH / 
BERGSTRASSE , FEDERAL REPUBLIC OF GERMANY . 

Inventor : DR . WOLFGANG FRIEMEL . 
Application No. 978 / Cal/ 83 filed August 5, 1983. 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules, 1972 ) Patent once, Calcutta . 


getter material for absorbing at least one active gas 
in said closed annular pace , said getter material 
being activatable at temperature within said tom 
perature range , and being disposed in said closed 

annular space between said insulation and said outer 
surface of said inner tubular and adjacent said outer surface 
of said inner tubular , said getticr material including at least 
ono of the group consisting of titanium , an alloy of titanium , 
zirconium , and an Joy of zirconium . 
Compl . speca . 16 pages. 

Drg , 1 sheet 


8 Claims 
An improved method for inhibiting auto - ignition in the 
presence of moisture of metal phosphide particles which 
hydrolyze in the presence of moisture to form hydrogen 
phosphide which method comprises : 

mixing the particles, prior to the exposure thereof to 

moisture, with a hydrophobic galt; 
the metal phosphide being technical grade metal phos 

phide selected from the group consisting of calcium 
phosphide magnesium phosphide and aluminium 
phosphide characterized in that the surfaces of the 
particles are impregnated with 10 to 40 parts by 
weight, per 100 parts by weight of the particles of 
a hydrophobic ammonium salt of a fatty acid or of 
a mixture composed of a plurality of such salts , and 
wherein the particles are also brough into admixture 
with 10 to 100 per cent by weight, based on the 
metal phosphido , of either ammonium carbamate or 
a mixturo composed of urea and ammonium carba 
mate which latter, if the metal phosphide compriser 
magnesium phosphide, provides not less than 10 parts 
by weight of the ammonium carbamate per 100 parts 

by weight of the metal phosphide . 
Compl. specn . 17 pages. 

Drg . N11 


CLASS : 95-H 

161304 
Int. Cl. : C 14 b 19 / 00 . 

HANDPIECE FOR SHEARING EQUIPMENT. 

Applicant & Inventor TERENCE JAMES PARKE . 
11 CRAIGMORE PLACE , MELTON . IN THE STATE O 
VICTORIA , COMMONWEALTH OF AUSTRALIA . 

Application No . 1254 / Cal /83 filed October 11 , 1983. 

Appropriate office for opposition proceedings (Rulo 4 , 
Patents Rules, 1972 ) Patent Office , Calcutta . 


30 Claims 
A cutting handpiece comprising a body portion having a 
combing means projecting forwardly from the body for 
guiding material for cutting by the handpiece towards 
blado assembly provided on the handpiece as the handpiece 
move forwardly with respect to the material said 
combing micans , also being provided to facilitate toca 
tion of the matorial with respect to the blade Assembly 
during cutting of the material in use, said blade asembly 
comprising a first cutting element movably connected to tho 
body and a second driven blado means movably connected 
to the body, said first cutting element apd said second 
bledo means being arranged so that movement of the 
second blade means when driven in use causes movement 
of the first cutting element with rospect to the second blado 
means in response thereto so that the second blade means 
and first cutting element cooperatively engage with one 
another to effect cutting of material locatod therebetween 
in use . 


Compl . specn. 28 pages . 


Drg , 5 shots 


CLASS : 129 -6 

161303 
Int. Cl. : F 16 9 / 00 , 9 / 18 . 

APPARATUS FOR THE DELIVERY OF HOT FLUIDS 
TO A WELL . 

Applicant : THE BABCOCK & WILCOX COMPANY , 
AT 1010 COMMON STREET , P . O . BOX 60035, NEW 
ORLEANS , LOUISIANA 70160 , UNITED STATES OF 
AMERICA . 

Inventors : 1. PAUL SHERIDON AYRES, 2 . BURTON 
DAVIS ZIELS. 3 . CHOU -MING CHEN . 

Application No . 1048 / Cal /83 filed August 29, 1983. 

Appropriate office for opposition proceedings ( Rule 4 , 
Patents Rules , 1972 ) Patent Office, Calcutta , 

5 Claims 
Apparatus for the delivery of hot Auids to a well com 
prising : 

an inner tubular having an outer surface and defining; 
an inner space adapted for conveying fluids at a tem 

perature within the range of aout 400 to 700 de 
grees F ; 
means for supplying fluid to said inner tubular within 

said tomperature rango which fuld supply means 19 

connected to said inner tubular; 
an outer tubular disposed around said inner tubular 

and defining An annular space therewith ; 
said inner and outcr tubulare are composed of steel, 

exclusive of corrosion tosistant coatings ; 


CLASS : 108 -Co 

161305 
Int. Cl. : C21c 7 /02 . 

TREATMENT AGENTS FOR MOLTEN STEEL. 
Applicant : FOSECO INTERNATIONAL LIMITED , 
285 LONG ACRE , NECHELIS , BIRMINGHAM B7 SIR , 
ENGLAND 


Inventors : 1 . PAUL ISIDORE FONTAINE , 2 . EVAN 
THOMAS RICHARD JONES , 3 . JOHN KELVIN 
BATHAM . 

Application No. 1504 /Cal / 83 Aled December 8 , 1983. 
· Convention dated 11th December , 1982 ( 35377 ) U . K . 

Appropriate office for opposition proceedings (Rule 4 , 
Patepts Rules, 1972 ) Patent *Ofice , Calcutta . 
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said control spindle being operatively coupled , vis a 

connecting rod movable in unison with the diaphiago , 
to a manually Opernble open / close - selector ; 


suid selector being pivotally supported on a bearing 
pin secured in the top part of the housing and orient 

ed transversely of the connecting rod , and having 
A cam face which is cccentric relative to the bear . 
ing pin so that the sclector may be pivoted between 

first position or closed position in which the con 
trol spindle is lifted clear of tlic valve in the outlet 
connection against the force of the biasing spring 
acting on the spindlo , and a second position or open 
position in which the spindle is free to performan 
automatic control of haid valve wherein ; that 


10 Clairua 
A particulate treatment agent for derulphurising , molten 
steel which comprises granules comprising : 

( a ) 15 to 35 % by weight of aluminium ; 
( b ) 40 to 75 % by weight of at least onc constitutent 

selected from tnagnesium oxide and magnesium Culle 

bonate ; 
( c ) 0 to 21 % by weight of at least one material select 

ed from the group consisting of lime, calclum car 

bonate and sodium carbonatc ; 
( d ) 0 to 20 % by wcight of a known fuxing agent ; 

the granules being formed in the presence of bind 
ing Agent; 

the proportion of the aluminium in the surface 
of the granules being substantially less than the 
Overall proportion of aluminium present in the 

granules , 
Compl. specn . 16 pages . 

Drg. Nil 
CLASS : 68 

161306 
Int. C1. : G01 r 19700 . 

ELECTRIC CURRENT MEASURING TONGS WITH 
MAGNETIC CIRCUIT AND PIVOTING ARM . 

Applicant : UNIVERSAL TECHNIC S PASSAGE FRE 
QUEL , 75020 PARIS , FRANCE , 

Inventor : BERNARD LANDRE. 
Application No . 1569 / Cal / 83 filed December 22 , 1983 . 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules , 1972 ) Patent Office , Calcutta , 


the cam face of the selector cooperates with an axially 

displaceable spring rotuiner associated with a com 
pression spring interposed between that retainer and 
the housing; 


and that the selector comprises a springbiased , manual 

ly releasable locking pin which in the first or open 
position of the selector engages in a bore in the spring 
retainer, which bore also receives the end portion of 
the connecting rou , whereby an upward movement of 
the connecting rod by its 99sociated dlaphragm when 
caused due to accidental increase of excessive 
pressure rise in the low pressure chamber causes 
automatic disengagement of the locking pin by pusb 
ing it out of the said bore . 


Compl. specn . 11 pages . 


Drg. 2 sheels 


CLASS : 69-0 

161308 
Int. ( 1. : H02 b 1 /00 . 

CONTACT PIECE FOR ELECTRICAL SWITCHGEAR , 

Applicant ; SIEMENS AKTIENGESELLSCHAFT , OF 
D - 8000 MUNCHEN 22, WEST GERMANY. 
Inventor : MANFRED MULLER . 
Application No. 631/ Cal/ 84 filed September 12 . 1984. 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules , 1972 ) Patent Office , Calcutta . 


Claims 


An clectrical contact piece for clectrical switchgear and 
especially relays having an electrical current supply strip . 

contact surface provided on said supply strip for engage 
ment with a contact surface of a contact element cooperable 
with the contact piece , and an electric arc hamle plate 
arranged to control the striking of an arc between the con 
tact pieco und the contact element, the baffle plate having 
an arc -control surface which is substantially co - planar with 
the contact surface of said strip , in which : 


10 Claims 
Electric current measuring tongs with magnetic circuit 
com ging a magnetic circuit having two elements movable 
relative to each other , and an electric circuit at least partly 
Aurrounding the magnetic circuit and capable of being con 
nected to a measuring instrument, whorein one of the 
elements ( 1 ) is capable of being moved in a llnear move 
ment relative to the other element ( 2 ) , and that this 
Becond element ( 2 ) is mounted rotatably on the housing 
NO Ag to be pivotable about its longitudinal axis , the facing 
plano ourfaces ( 3 , 4 ; 5 , 6 ) of the constituent elementa 
( 1 , 2 ) of the magnetic circuit consisting of oblique soc 
tions. 
Compl. specn . 16 pages . 

Drg . 1 sheet 
CLASS : 195-D 

161307 
Int. Cl. : G05d 16 / 06 . 

REGULATOR FOR MOUNTING ON THE OUTLET 
CONNECTION OF A GAS CYLINDER OF LIKE CON 
TAINER 

Applicant : KOSAN TEKNOVA A / S , OF MOLLEVEJ , 
2990 NIVA , DENMARK . 

Inventors : 1. FRITS ULRICH HANSEN , 2. OVE 
JENSEN , 

Application No . 527 / Cal/ 84 filed July 23 , 1984 . 

Appropriate office for opposition proceedings ( Rule 4 , 
Patents Rules, 1972 ) Patent Office, Calcutta . 

2 Claims 
A regulator adapted to be mounted on the outlet connec 
tion of a gratis cylinder, comprising : 

a housing releasably connectable to gaid outlet connec 

tion and having a spring biased spindle for controlling 
a self closing valve in the outlet connection , and A 
spring blaxed diaphragm forming & wall of a Inw 
pressure chamber and adapted to control a valve 
Upstream of the outlet of the regulator in response 
to the pressuro in the low pressure chamber ; 


the current supply strip in of stepped construction 

having a first portion which is provided with said 
contact surface , a second portion which extends 
transversely of said first portion , and a third portion 
which is connected to said second portion and which 
extends substantially parallel to said first portion ; 


the baffle plate in U - shaped and has a firat limb which 

extends alongsido said first portion of the current 
supply strip and which is provided with said arc 
control surfaco , said surface being spaced from vaid 
contact surface of the supply strip ; 


the U -shaped baffle plate has a second limb which 

extends alongside said third portion of the current 
supply strin ; and 


the current suprly strip and the baffle plate are secur 

ed to each other hy asocuring membor which joins 
together said serond limb of the bafilo plate and said 

third portion of the current supply strip . 
Compl. specn . 9 pages , 

Drg . 1 sheet 


161309 


CLASS : 32E 


LL 
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CLASS : 101- F 161309 

161311 
Int, Cl. : £01f 5700. 

Int. CI. : CO 81 - - 27 . 00 , 
A PRFCAST VILLAGE ROAD BRIDGE. 

PREPARATION OF IMPROVED ISOPOROUS ANION 

EXCHANGE RESINS. 
Applicant & Inventor : SURESH CHANDER SURI, OF 

Applicant : ION EXCHANGE ( INDLA ) LIMITED , AN 
24, MANDEVILLE GARDENS, FLAT NO . B / 2 / 7 , 

INDIAN COMPWY OF T ECICON HOUSE , 
CÁLCUTTA -700019, WEST BENGAL , INDIA . 

MOSES ROAD . BOMBAY - 400 011 , MAHARASHTRA . 

INDIA . 
Application No . 281/ Cal/ 85 filed April 12 , 1985 . 
Complete Specification left on 11th April, 1986 . 

Inventors : SHRINIVAS VINAYAK VAIDYA , ( 2 ) 

DATTATRAYA MAHADEO DESHPANDE , 13 ) VIJAY 
Appropriate office for opposition proceedings ( Rule 1, 

SHRIPAD ΚΛΜΛΥ . 
Patents Rules , 1972 ) Patent Office , Calcutta . 

Application No. : 138 / BOM / 84 filed on May 7 , 1984 . 
11 Claims 

Complete after provisional loft on Aug 6 1985 . 

Post dated to 5th May , 1986 . 
A piecast RCC village road bridge comprising u structure 
having at least two body portions in a spaced relationship , 

Appropriate office for opposition proceedings Rulc 4 , 
each of the said body portons provided with at least one Patents Rules, 1972 ) Patent Office , Bombay Branch . 
opening and fitted with a pipo connecting the two body por 
tions together, the said openings on the body portions 

18 Claims 
together, the said openings on the body portions provided 
at a height slightly above the bottom or base of the said 

A process for the production of an improved isoporous 
body portions , thc sa d body portions bei & fitted at their 

un ton exchanger capable of being put to a number of uses 
sides with outwardly divorging wings a ad further have which compriscs : 
Supports fitted at the sides on the rear of the body portions 
to cnsurc proper foundation of the said village road 

subjecting to polymerisation i homogeneous aqucous 
bridgcs . 

phase composed of a conventional electrolyie ; 
Provisional speen . 3 pages. 

Drg . Nil 

it conventional stabiliscr ; 
Compl. specn . 10 pages . 

Dry , I sheet 

il momoethylenically unsaturated monomer of the kind 

cleact . bed hercin and a polycthylepically unsaturated 
monomer of the kincl descrihed herein ; 

suid polyethylenically unsaturated monomer acting as 
CLASS : 101- F 

161310 

cross -linking agents ; 
Int. Int . Cl. : E 02 b 1 / 00 to 3 /00 . 

characterisecl 111 that said polyethylegically unsaturated 
AN OUTLFT FOR IRRIGATION 

monomer in employecl in an amount of from 0 . 2 % 

to 0 .57 by weight of paid monocthylcnically un 
Applicant & Inventor : SURESH CHANDER SUR , OF 

saturated monomer thereby to provide the product of 
24 , MANDEVILLE GARDENS, FLAT NO . B / 2 / 7 . CAL 

said polymerisation as a partially cross - linked poly 
CUTTA - 700019 , WEST BENGAL , INDIA . 

mner in the form of beads or droplets ; 
Application No. 282 / Cal / 85 filed April 12 , 1985. 

recovering in 111y known wuy said partially cross- linked 

polymer lends, introducing the recovered beads into 
Complete Specification left on 14th April, 1986 . 

il mixture of formaldehyde and methanol to which 

a predetermincd amount of chlorosulphonic acid has 
Appropriate office for opposition proceedings (Rulo 4 , 

heen added to produce in situ chloromethylmothy ] 
Patents Rules , 1972 ) Patent Office , Calcutta . 

cther whereby said partially cross - linked olymer is 
simultaneously chloromethylated and subjccled 10 

linal cross -linking , recovering thc 
14 Claims 

fully cross - linked 
chloromethylated polyncrund subjecting it to Amina 

tion in a manner known pers( . 
An outlet structure for regulating the flow of water for 
irrigation comprising : 

Provisional speen , 7 pages . 

Drg . Nil 

Drg . Nil 
a front structure consisting of two posts having access 

Compl . specn , 16 mges . 
sories for regulating the flow and a rear structure ; 
said front structure and rear structure being joined by 

CLASS : 101 B 

161312 
a pipe ; 

Int . ci. : E02b, 7 / 0 ), 8700). 
the front structure having diverging wings provided 
therewith an opening provided with the said 

DEVICE TO ACCOMPLISH CONSTANT FLOW OF 

front 
structure for the flow of water , and gato 

WATER THROUGH DIVERSION WORKS PROVIDED 
provided 

ON THE BANK / BANKS OF A RIVER WHEN HAVING 
for the said opening to allow regulated quantity of 

VARYING SURPLUS DISCHARGE . 
water to flow through the same; 
the said rcal structure being a bucket typc formation 
and provided with an opeping connected with 

Applicant & Inventor : (MRS ) VASUDHA GAJANAN 
the 

SATHAY ) , BHAGIRATH , 1030 / 3 , 
said pipe to allow thc flow of water from one 

SHIVAJINAGAR , 
end 

PUNF -411 016 , MAHARASHTRA , INDIA . 
to the other end ; 
the guld front structure capable of being used as the 

Application No. 226 / Bom / 1984 filed August 16 , 1984. 
" " " " " " " " " " " " " " 
reur structure and the said rear structure 

" . . . --- - - - - . : 

35 

. . . 
the 

Complete after provisional left November 5 , 1985 . 
front structure for the low of water through the 

Appropriate ollice for 
sane. 

opposition proceedings Rule 4 , 

Patents Rules , 1472 ) Patent Office , Bombay Branch . 
Provisional speen. 5 pages. 

Dry . Nil 

? Claims 
Compl. pxun , 18 pages. 

Dry . 2 heels 

I device to accomplish constant tlow of water trough 
3 _- 31761/87 

viversion works provided on the bank /banks of D river 


nu 
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Appropriate ottice for opposition proceedlogs (Rule 4 , 

2. * 7 Claims 
Patents Rules , 1972 ) Patent Office . Bombay Branch . 

Improved circuit breaker panels with alarm system for 
2 claims 

use in conjunction with conventional thermoelectrically or 
A device a accomplish constant flow of water through magnetically actuated circuit breakers provided in electrical 
diversion works provided on the bank / banks of il rives pancl boxes comprises a sensing means provided in proxi 
When living varying surplus discharge comprising : 

mity with said circuit breaker for sensing tho occurance 
plurality of weirs and orifices wherein the first weir of an overload or short circuit condition duc 10 presence 

in the river which rilises water level suiciently to of light rays generated by a LED clectically connected to 
Jivert and carry the water away from the river said circuit bıçaker , said LED indicating that circuit breaker 
tluw to the receiving arrangements and to surplus tlie has been tripped and wherein said sensors are extonde 
excess flow at intermicdiate stage / stages in which lu alarm system , and an alarm means electrically connected 
Surpluscs most of the excess river flow to its down to said sensing means for indicating tlic presence of an 
Stican ; 

overload or short circuit condition between supply line and 

connected load . 
Tangements being such that first weir divcrty sufficical 
flow of water through the first orifice to the second 

Compl. specn . 10 pages. 

Drg , I sheet 
Weir or the first intermediate wcir which surpluses 
most of the cxcess flow as at that stage way from 
tbe recçiving arrangement and diverting the remain 

CLASS : 69 B ( LLX ( 1 ) ] 

161315 
ing flow through the second orifice to the next stage, 
whereby repeatition of this function at every stage 
viz . the first an intermediate wcirs curplusing post 

Jot. Cl. : HO 15 - - 83 /00 , 85700 . 
of the cxccss flow of that stage away from the receiv 
ing arrangcment and the orifices acting in series carry 

IMPROVED VISUAL INDICATOR FOR CIRCUIT 
ing tho remaining flow towards the receiving arrange 

BREAKER . 
ment wherсin the diverted flow sharply approaches 
tho prc - determined quantum of flow in its working 

Applicant & Inventor : OSCAR VILA MASCOT , RESID 
stage . 

ING AT DORAL BEACH , COMPEJO TURISTICO " EL 

MORRO " PUERTO LA CRUZ , VENEZUELA . 
Compl. speca . 8 pages. 

Drg. 1 sheet 
Provisional specn . 3 pages. 

Drg . Nil Application No . 308 / Bom / 84 filed on 2nd November, 

1984 . 
CLASS : 172 D . 

161313 

Appropriate office for opposition proceedings (Rule 4 , 
Int. Cl. : B65 1 — 69 /06 , D01 b - -15/ 00). 

Patents Rules, 1972 ) Patent Office , Bombay Branch . 
DEVICE FOR INJECTING A SMALL QUANTITY OF 
LIQUID INTO THE SPLICING AIR OF A PNEUMATIC 

6 Claims 
YARN SPLICING DEVICE . 

A visual indicator circuit breuker of the type hercin 
Applicant : W . SCHLAFHORST & CO . A LIMITED doucribed with or without any modifications comprising in 
PARTNERSHIP REGISTERED UNDER THE LAWS OF 

combination : 
FEDERAL REPUBLIC OF GERMANY OF BLUMEN 
BERGER STRABE 143 / 145 , D - 4050 MONCHENGLAD 

( i ) a first contact; 
BACH 1 , POSTFACH 205 , FEDERAL REPUBLIC OF 
GERMANY . 

( ii ) an input terminal connected to said first fixed 
Jovontors : ( 1 ) JOSEF BERTRAMS; (2 ) EDMUND 

contact : 
WEY . 

( ii ) a movable contact provided on 1 contact carricr , 
Application No. 240 / Bum / 84 filed on August 31 , 1984 . 

movable between a closed position directly contact 
Appropriate office for 

ing said first fixed contact and an open 
opposition proceddings ( Rulo 4 , 

position 
Patents Rules, 1972 ) Patent Office, Bombay Branch . 

away from suid first fixed contact; 


( iv ) a load terminal connected to a load through said 

first fixed contact and said movable contact during 
normal opcration and disconnected from said first 
fixed contact during overload operatiod ; 


7 Claims 
Device for injecting small quantity of liquid into thc 
splicing air of a pneumatic yarn splicing device , characteris 
ed by that the compressed -air pipe (7 or 20 ) leading to the 
yarn splicing chamber ( 1 ) of the yarn splicing device en 
closos a humidification tube ( 18 or 30 ) opening into the 
said compressed - air pipe and procecding from a container 
( 17 or 24 ) filled with liquid in which the liquid level 
( 19 or 31 ) is below the aperture ( 5 ) of the splicing 
chamber ( 1 ) . 
Compl. specn . 7 puges . 

Drg . 2 sheets 


( V ) sepsing means for sensing the presence of an 

Overload condition across the circuit breaker , said 
Sensing means connected to said lond terminal; 


( vi ) tripping means sensitive to the movement of said 

sensing means , for moving said noyable contact 
from said first fixed contact; 


( vii ) a second fixed contact, contactul by said tripping 

mchas after said sensing menas Senscs the presence 
of an overload condition ; and 


CLASS : 698 

161314 
Int. C1. HO 1 H - 83 / 00 , 85 / 00 . 

TITLE IMPROVED CIRCUIT BREAKER PANELS 
WITH ALARM SYSTEM . 
Applicant & lavcntor : OSCAR VILA MASCOT, AÇITI 
ZEN OF VENEZUFLA RESIDING AT DORUL BEACH , 
( OPFJO TURISTICO " EL MORRO " PUERTO FA 
CRUZ. , VI NFZUFLA . 

Application No. 307 / Bom , 84 lied on Novemhui 2. 1984. 

Appropriile ulice 101 oyition proceerings ( Kule la 
l utents Rules , 1972 ) Patent Onlice , Bonibay Brillich . 


( viii ) an judicator circuit in parallel with said input ler 

minal and said load terminal und in series with 
suid second fixel contact and ild tripping means , 
said indicator circuit including an ]lumination 
device and a reactive current limiing devicc 001 
nected in scries with suid device operates when 
In overload condition is senised by said scnsing 
neais . 


5 Nevicc Con 


uld device 


a conditis 


Conp. speen . 12 puges. 


Drg . I sheet 


